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CENTRAL INTELLIGENCE AGENCY 
COPY NO. OFFICE OF CURRENT INTELLIGENCE 


22 June 1953 
THE CURRENT ENEMY ATTACK SITUATION IN KOREA 


During the night of 21 June nine front-line divisions 25X1 
reported a complete lack of enemy action and only minor probes 
were reported elsewhere along the Korean front. Artillery and 
mortar fire was also considerabl d 
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